METHODS AND DEVICES

FOB

BACTERIAL TREATMENT OE
SEWAGE

BY

WILLIAM MAYO  VENAELE,   M.S.

M. Am. Soc. C. JS., Assoc. M. Am. Inst. Eke. Enyrs.

FIRST EDITION

FIRST   THOUSAND

NEW YORK
JOHN  WILEY  & SONS
LONDON:  CHAPMAN & HALL, LIMITED
1908